" CURTIS "

which when removed disclosed a hiding place in which
there was a bottle containing strychnine. Vaquier had
told of this while in prison, and the police had found
that the statement was correct. This bottle might account
for the discrepancies in the amount of strychnine found
in the body and prove that some other person had every
opportunity of administrating the poison. Curtis also
protested that the summing-up was unfair.

But the Court of Criminal Appeal decided that since
Curtis was, in effect, asking leave to recall Hs client to
give evidence which he suppressed at the trial, the applica-
tion must fail. Once again Vaquier, who was present
before the Court, created a scene when he knew his last
hope had gone,

" Je demande la Justice, Monsieur le President! " he
cried, and was removed from the dock with difficulty.

Vaquier was hanged on August 12, 1924, and by that
time Curtis had already been immersed in another sen-
sational murder trial which contained hardly a single
alleviating feature.
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